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To all whom it may concern: 

Be it known that I, Charles F. Doeblee, 
a citizen of the United States, residing at 
Hartford, in the county of Hartford and State 
of Connecticut, have invented certain new 
and useful Improvements in Nail-Pullers, of 
whichthe following is a specification. 

My invention relates to improvements in 
nail-pullers; and the objects of my improve- 
ment are simplicity and cheapness of con- 
struction and general efficiency of the ma- 
chine. 

In the accompanying drawings, Figure 1 is 
a rear elevation of my nail-puller. Fig. 2 is 

IS a side elevation thereof with the parts in po- 
sition for being driven upon the nail. Fig. 3 
is a like view of the same with the parts moved 
. into the position for biting the nail. Fig. 4 
is a like view of the same with the jaws ele- 

20 vated, and Fig. 5 is a front view of the jaws. 
My invention is in the nature of an improve- 
ment upon the nail-puller patent to C. W. 
Spencer, No. 480,974, dated August 16, 1892. 
_ A designates the frame, having upon one 
side a handle B for convenience of manipula- 
tion and bearing at its front, the slide or rod 
6, upon which is integrally formed one of the 
holding-jaws 7. The swinging jaw 8 is piv- 
oted to said slide, as at 9, and has pivoted 

30 directly to its laterally^extended arm 10 the 
lower end of the lever C, as at 11. The lever 
C, instead of being pivoted directly to the 
frame, is pivoted to a link 12, as at 13,which 
link is pivoted to the frame A at 14. This 

35 link is preferably double — that is, there is a 
link' on each side of the lever. Upon the 
outer end of the lever C is the sliding ram- 
mer D, which also serves as the handle for 
said lever. 

40 In use the machine will be grasped by the 
handle B and rammer D and placed in the 
position shown in Fig. 2, with the opened 
jaws directly over the nail to be pulled. The 
rammer D is then moved up and down to 

45 drive the jaws into the wood sufficiently to 
bite the nail. The lever is now pulled back- 
wardly, at first swinging on the fulcrum 14, 
as if the link 12 was a rigid part of said le- 
ver, thereby moving the swinging jaw 8 and 


closing the jaws, as shown in Fig. 3. Upon 50 
the further movement of the lever the ram- 
mer slips off from the upper end of the slide 
or rod 6 and the lever has a combined move- 
ment, swinging on its pivot 13 and also on 
the pivot 14 at the lower end of the link, car- 55 
rying the jaws and slide or rod 6 upwardly 
into the position shown in Fig. 4. The parts 
may be returned to their former position by 
pushing the lever to its upright position and 
lifting the rammer far enough to bring it over 
the upper end of the slide or rod 6. 

By my improvements the machine is in a 
light, simple, and compact form and operates 
with the greatest ease and efficiency. 

I claim as my invention — 

1. The combination of the frame, the slide 
or rod 6 mounted to slide in said frame with 
its upper end exposed and having one of the 
two holding-jaws made rigid with its lower 
end, the swinging jaw 8 pivoted to said slide 
as at 9 and having the laterally-extended arm 
10, the lever C having the sliding rammer D 
mounted on its outer end and adapted to strike 
the exposed upper end of the slide or rod 6, 
said lever being pivoted by its lower end to 
said laterally-extended arm as at 11, the link 
12 pivoted by its lower end to a fixed support 
as at 14 substantially in the plane of the piv- 
otal connection 11 of the lever C and arm 10 
when said arm is in its lowermost position, 80 
and by its other end to the said lever as at 
13, at substantially the same distance from 
the pivotal connection 11 as the length of the 
said link, all substantially as described. 

2. The frame A having the handle B at one 
side thereof, the slide or rod 6 mounted on 
said frame and bearing the jaws the lever C 
connected with the frame by a pivoted link 
and also pivoted to the swinging jaw, and the 
sliding rammer on the outer end of said le- 
ver, adapted for striking the upper end of 
said slide or rod, substantially as described 
and for the purpose specified. 

CHARLES F. DOEBLER. 

Witnesses : 

Henry Dryhurst, 
John T. Maguire. 
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